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on -which the mighty British Power rests, can realise their
obvious duty, the British Power must yield. It -was be-
cause I had despaired of response from the pillars, that I
have thought of moving the masses on whom the pillars
rest. I may not leave a single stone unturned to avoid,

if I can, what is undoubtedly a great risk. Hence, this
appeal.